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Common IVA Tools: 


Tool Picture Tool Picture 
Combination Screwdriver ; 
wrench (Torq tip) 
Crowsfoot e Mechanical 
wrench SZ Finger 
Driver Speed ri 
Handle Handle ¢ 
fo 
Ratchet Wire Cutters 
Socket a Adjustable 
P| Joint Pliers 
Hex Head iN Needle Nose 
Pliers 
Socket Vise Grips 
Adapter 
Extension L-Wrenches 
Torque Connector 
Wrench — Pliers 
_ 
Screwdriver Files 
(common 
tip/flat tip) —_— 
Screwdriver Hammer 
(Phillips) Se_ (dead blow 
all peen 
hammer) 
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Tool Picture Tool Picture 
Pry Bar Hacksaw 

Chisel Bone Saw 

Center Pipe Wrench 

Punch 

Feeler Breaker Bar 

Gauge 


Tool Op Nom Examples 


Tool closest 
to user’s hand 


Comma to Separate Tool and Drive Size 


XX mm Tooly XX” Drive 


Interface Size Generic Tool Name 


14 mm Socket , 1/4” Drive 


1” Crowsfoot 


Drive size - stated only once in Extension 
first tool if adapter isnotused abbreviated: “Ext.” 


Semicolon to separate 
each individual tool 


Outermost tool and interface 


size (drive size not needed) 


Ratchet 3/8” Drive; 6” Ext.; 1” Crowsfoot 


3/8” Drive 
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Restraints and Mobility Aides: 


Name Picture Name Picture 
Adjustable Flexible 
Bungee ZA Bracket 
Fixed Multi-Use 
Length Bracket 
Bungee 

Handrails Seat 

(8.5 in., Track 
21.5in., — Stud Ring 
41.5 in.) : 

Cable Tethers 
Strap 
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